224    DOCKETED ITEMS

9203020239 Ack receipt of 920213 Itr informing NRG of actions taken to correct viola-
tions noted in insp rept 70-0135/89-01.

JOYNER.J.H. Region 1 (Post 820201). 92/02/24. GOLEM AN ,W.L. Babcock & Wilcox
Co. 2pp. 60731:249-60731:258.

-9203020241  Responds to violation noted in insp rept 70-0135/89-01. Corrective
actipns:ongoing decontamination of Apollo.PA facility necessitated removal of fence
vehicular/personnel gate .Removal will not affect control of restricted area.
HAERTJENS.B.L. Babcock & Wilcox Co. 92/02/13. JOYNER.J.H. Region 1  (Post
820201). 1p. 60731:252-60731:258.

9203190028 Forwards results of NRC TLD direct radiation monitoring for period 910919-
920122.

BORES.R.J. Region 1 (Post 820201). 92/03/12. COLEMAN.W.L Babcock & Wilcox
Co. 5pp. 60959:158-60959:162.

9203260184 Forwards questions & requests for addl info in relation to Apollo Decom-
missioning Plan.dtd 910831.Lists principal findings.

HICKEY.J.W. Fuel Cycle Safety Branch. 92/03/24. HAERTJENS.B.L. Babcock &
Wilcox Co. 15pp. 61128:148-61128:162.

9203300195 Notification of 920330 meeting w/B&W & SAI in Rockville.MD to discuss
review of B&W Apollo Decommissioning Pian.NRC plans to complete review of plan
by May 1992.

MCDANIEL.K. Fuel Cycle Safety Branch. 92/03/26. HICKEY.J.W. Fuel Cycle Safety
Branch. 1p. 61169:333-61169:333.

DOCKET 70-0138 AEROJET GENERAL, SAN RAMON, CA

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor
Facility including.records re License R-36, R-72 & various byproduct mails
licenses.Forwards documents listed on App F & G.Search for addl records underway.
GRtMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001-
61318:203.

-9203160004 Advises that amends to listed licenses acceptable,as noted.
BECK.C.K.  Atomic  Energy Commission  (Pre  750119).  59/01/19.  JOHNSON.LE.
Atomic Energy Commission (Pre 750119). 1p. 61316:228-61316:228.

DOCKET 70-0143 NUCLEAR FUEL SERVICES, INC., ERWIN, TN

9203120243 Responds to 901123 request for documents re Quehanna Nuclear Reactor
Facility including.records re License R-36, R-72 & various byproduct mails
licenses.Forwards documents listed on App F & G.Search for addl records underway.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/08. BRENNAN.D.F. Affiliation Not Assigned. 18pp. 61316:001-
61318:203.

9203040299 Forwards Rev 10 to revised radiological contingency plan. Plan revised to
reflect recent changes in emergency response organizations! structure & to update fa-
cility description.

PAINE.D. Nuclear Fuel Services, Inc. 92/02/14. HICKEY.J.W. Fuel Cycle Safety
Branch. 1 p. 60851:034-60851:200.

-9203040302 Forwards revised cover sheet for Rev 10 to radiological contingency
plan,per 920220 telcon w/NRC.Cover sheet revised to remove info inappropriate to
submittal.

PAINE.D. Nuclear Fuel Services,  Inc. 92/02/26.  HICKEY.J.W. Fuel Cycle Safety
Branch. 2pp. 60851:035-60851:036.

-9203040304 Rev 10 to radiological contingency plan.
MOORE.B.M. Nuclear Fuel Services, Inc. 91/09/30. 150pp. 60851:037-60851:200.

9203110077 Requests that affidaivt contained in Attachment 1 to Reference 2 be with-
drawn.

PAINE.D.  Nuclear Fuel Services.  Inc.  92/02/20.  EBNETER.S.D. Region 2  (Post
820201). 1p. 60921:139-60923:313.

-9203110138 Package consisting of MORT investigation findings, recommendations &
status of 200 & 300 Complex.
* Nuclear Fuel Services, inc. 91/06/14. 100pp. 60921:143-60921:258.

-9203110144 "Nuclear Criticality Safety Evaluation of 200 Complex Tanks T-2 & T-3."
HARRIS.K.L, ADAMS.D., GREEN.R.J. Nuclear Fuel Services, Inc. 233-01-91. 91/01/
29. 60pp. 60921:259-60922:023.

-9203110148 "Nuclear Criticality Safety Evaluation of 200 Complex Condensate
Tanks,T-7&T-10."

EDWARDS.G.O., ADAMS.J.W., HENSLEY.K.D, Nuclear Fuel Services, Inc. 233-05-91.
91/02/14. 10pp. 60922:024-60922:033.

-9203110156 "Nuclear Criticality Safety Evaluation of 200 Complex TANK T-0."
HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-06-91. 91/
03/04. 31pp. 60922:034-60922:064.

-9203110160   "Nuclear  Criticality  Safety   Evaluation   of   Sulfate   Roasting   Venturi
Scrubber.Station 137 & Sulfate Roasting Reservoir, Station 136."
EDWARDS.G.O.. ADAMS.J.W., HENSLEY.K.D. Nuclear Fuel Services, Inc. 233-07-91.
91 /02/21. 11 pp. 60922:065-60922:075.

-9203110165 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-17."
HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-08-91. 91 /
03/04. 23pp. 60922:076-60922:098.

-9203110173 "Nuclear Criticality Safety Evaluation of Birdcage/Drum Loading Station

EDWARDS.G.O., ADAMS.J.W., HENSLEY.K.D. Nuclear Fuel Services, Inc. 233-09-91.
91/02/26. 5pp. 60922:099-60922:103.

-9203110177 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-155."
HARRIS.K.L., ADAMS,D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-10-91. 91 /
03/04. 19pp. 60922:104-60922:122.

-9203110179 "Nuclear Criticality Safety Evaluation of Stainless Steel Tank Station T-9."
EDWARDS.G.O.. ADAMS.J.W., HENSLEY.K.D. Nuclear Fuel Services, Inc. 233-11-91.
91/02/27. 4pp. 60922:123-60922:126.

-9203110186 "Nuclear Criticality Safety Evaluation of 200 Complex Tanks T-18 & T-
19."

HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-12-91. 91 /
03/31. 14pp. 60922:127-60922:140.

-9203110191 "Nuclear Criticatity Safety Evaluation of 200 Complex Tank T-168."
HARRIS.K.L. ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-13-91. 91 /
03/31. 10pp. 60922:141-60922:150.

-9203110223 "Nuclear Criticality Safety Evaluation of 200 Complex Nitric Acid Supply
Tank Caustic Feed Tanks & Sulfuric Acid Supply Tank."

EDWARDS.G.O., ADAMS.J.W., HENSELEY.K.D. Nuclear Fuel Services, Inc. 233-14-
91. 91/03/06. 9pp. 60922:151-60922:159.

-9203110225 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T-201."
HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-15-91. 91 /
03/31. 10pp. 60922:160-60922:169.

-9203110229 "Nuclear Criticality Safety Evaluation of 200 Complex Glovebox 196."
HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-16-91. 91 /
03/13. 14pp. 60922:170-60922:183.

-9203110230 "Nuclear Criticaiity Safety Evaluation of 200 Complex Station 133."
HARRIS.K.L, ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-17-91. 91 /
03/31. 13pp. 60922:184-60922:196.

-9203110233 "Nuclear Criticality Safety Evaluation of 200 Complex Dissolver Nitric Acid
Metering Tanks."

HARRIS.K.L., ADAMS.DA, GREEN.R.J. Nuclear Fuel Services, Inc. 233-18-91. 91 /
03/20. 10pp. 60922:197-60922:206.

-9203110235 "Nuclear Criticality Safety Evaluation of 200 Complex Tank T>1."
HARRIS.K.L., ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-19-91. 91 /
03/20. 8pp. 60922:207-60922:214.

-9203110237 "Nuclear Criticality Safety Evaluation of 200 Complex Station 3."
HARRIS.K.L., ADAMS.D.A., GREEN.R.J. Nuclear Fuel Services, Inc. 233-20-91. 91 /
03/25. 12pp. 60922:215-60922:226.

-9203110240 "Investigation of Deionized Water Sys in Bldgs 302/303/304/ 306."
LARSON.T.C., LOVEDAY.M.A., GRIFFITH.J.M. Nuclear Fuel Services, Inc. 300-1-91.
91/02/28. 28pp. 60922:227-60922:254.

-9203110244 "Investigation of City Water Sys on Bldgs 302/303/305/306."
LARSON.T.C., LOVEDAY.MA, GRIFFITH.J.M. Nuclear Fuel Services, Inc. 300-2-91.
91/01/31. 34pp. 60922:255-60922:288.

-9203110245 "Investigation of Compressed Air Lines in Bldgs 302/303/304/ 305/306."
LARSON.T.C., LOVEDAY.M.A., GRIFFITH.J.M. Nuclear Fuel Services, Inc. 300-3-91.
91/02/28. 34pp. 60922:289-60922:322.

-9203110246 "Nuclear Criticality Safety Evaluation of 300 Complex Tanks T7/T8.62/
63,T20,189 & Lab Scrubber Tank."

LEWIS.B.J., WEBB.H.W., WHITAKER.W.E. Nuclear Fuel Services, Inc. 300-04-91. 91 /
03/31. 61pp. 60922:323-60923:022.

-9203110253 "Nuclear Criticality Safety Evaluation of 300 Complex Tank 112."
LEWIS.B.J., HOPSON.D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-5-91. 91/03/
05. 17pp. 60923:023-60923:039.

-9203110257 "Nuclear Criticality Safety Evaluation of 300 Complex Tanks
218,T22,T5,53b & 54a."

GRIFFITH.J.M.. LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-07-91.
91/03/31. 12pp. 60923:040-60923:051,

-9203110263 "Nuclear Criticality Safety Evaluation of 300 Complex Bldg 303,Tank T-

GRIFFEN.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-08-91.
91/03/31. 10pp. 60923:052-60923:061.

-9203110348 "Nuclear Critically Safety Evaluation of 300 Complex.Bldg 302,Tanks T-
1,T-2 & Station 154."

GRIFFITH.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-09-91.
91/03/31. 12pp. 60923:062-60923:073.

-9203110356 "Nuclear Criticality Safety Evaluation of 300 Complex Tank 110."
LEWIS.B.J., HOPSON.D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-10-91. 91 /
03/13. 15pp. 60923:074-60923:088.

-9203110358 "Nuclear Criticality Safety Evaluation of 300 Complex Tanks 109,111,113,
&114A."

LEWIS.B.J., HOPSON.D.R., WEBB.H.W. Nuclear Fuel Services, Inc. 300-11-91. 91 /
03/31. 20pp. 60923:089-60923:108.

-9203110364 "Nuclear Criticality Safety Evaluation of 300 Complex Tank 195A & 221."
HOPSON.D.R., GIBSON.G.A., WEBB.H.W. Nuclear Fuel Services, Inc. 300-12-91. 92/
03/31.14pp. 60923:109-60923:122.

-9203110385 "Nuclear Criticality Safety Evaluation of 300 Complex Stations C-37,0-38
& C-39."

GRIFFEN.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-13-91.
91/03/07. 7pp. 60923:123-60923:129.

-9203110390 "Nuclear Criticality Safety Evaluation of 300 Complex Tanks
121,T3,122,T4 Station 153,B34,23,B5,C53 & 61,"

GRIFFITH.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-14-91.
91/03/31. 20pp. 60923:130-60923:149.

-9203110396 "Nuclear Criticality Safety Evaluation of 300 Complex Station 223."
GRIFFITH.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-15-91.
91/03/13. 8pp. 60923:150-60923:157.

-9203110398 "Nuclear Criticality Safety Evaluation of 300 Complex Stations E6 & 74."
GRIFFITH.J.M., LARSON.T.C., LOVEDAY.M.A. Nuclear Fuel Services, Inc. 300-16-91.
91/03/22. 15pp. 60923:158-60923:172. Decommissioning Project w/ background on site characterization &
